ivilnlllub 

[OOE4P OWNER '& HM»*U*,L 




— - G-UHIOE 
G-UHI24 
G-UH7I44 

USB Hubs 



TTianfc you pvxeftaso^ an lOOEflfl use Hub. 

"or pptkmimpwimnis.-xfl ;nrs «i*;v. ntesse iiush inslruciion&c<ueli*y 



lllflt 



©1999 ATEN Technology, Inc. All Rights Reserved. 

Microsoft and Windows 98 are registered trademarks of Microsoft 
Corporation. 

IBM is a registered trademark of International Business Machines, 
Inc. 

Macintosh, G3/G4 and iMac are registered trademarks of Apple 
Computer, Inc. 

ATEN is a registered trademark of ATEN Technology, Inc. 

IOGEAR is a registered trademark of ATEN Technology, Inc. 
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the information presented in this document. All information 
furnished here is for informational purposes only and is subject to 
change without notice. ATEN Technology assumes no 
responsibility for any inaccuracies or errors that may appear in 
this document. 
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Packing List 



This Package Comes With: 

• MiniHub, MiniHub Plus or MiniHub Lite from IOGEAR 

• MiniHub power adapter (MiniHub & MiniHub Plus) 

• A-B USB cable (MiniHub & MiniHub Plus) 

• User Manual (this document) 

• Warranty & Registration Card 

Please check to make sure that all components are 
included and nothing is damaged. If you discover a 
problem, please contact your dealer. Before connecting 
your MiniView™, read the manual thoroughly and follow 
the installation and operation procedures carefully in 
order to prevent any damage to the unit and/or any 
devices it connects to. 
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Intro /& Sys. Requirements 



Introduction 

Thank you for purchasing an lOGEAR's MiniHub - durable 
USB hubs with many enhanced features. Or MiniHub 
products expand your current USB configuration by 
increasing the number of available USB ports. There has 
never been a more convenient way to expand your USB 
capacity. Since many USB devices draw power from the 
USB port on your computer, problems can arise when 
power-hungry devices (such as scanners, printers, etc.) are 
connected to your system. That's why our MiniHub & 
MiniHub Plus come with power adapters for self-powered 
operation. This ensures the hub has enough electricity to 
power all your connected USB devices. For more technical 
information regarding your MiniHub, please see the 
Features & Specifications section in this user manual. 

System Requirements 

Any PC or Macintosh computer with an 
available USB port and a USB-compliant 
operating system (Windows 95 OSR 2.0, 
Windows 98, MacOS 8.1 or later, etc.). 
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Features 



Fully compatible with USB enabled Macintosh and IBM PCs 

• Supports both OHCI (Open IHc^ Controller Interlace) and UHCI 
(Universal Host Controller Interface) 

Provides 2 or 4 downstream ports 

Self-powered arxis-powerecf 

Per-port overcurrent detection and LED irdcators 

Fully USB compliant to ensure compatibility with all yourUSB 

peripherals 

No software required 

Operating System-independent design means these hubs will work 
with all USB compatible computers and Operating Systems 
Hubs can be chained together for easy USB expansion 
3 Year Limited Warranty 

MiniHub Extended Features: 

Hubs can be physically connected together forconvenientdesk 
top placement. 

MiniHub Plus Extended Features: 

Advanced surge protection prevents system and peripheral failure 

Gold-plated USB connectors ensure data quality 

MiniHub Plus can be placed horizontally or vertically on yourdesktop 

* MiniHub is self-powered only. 
MiniHub Lite is bus-powered only. 

MiniHub Plus can be self powered or bus powered. 
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Specifications 
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Gomponent Overview 



1) Power LED 

This LED lights up when the MiniHub is receiving 
power. 

2) Downstream Ports 

Connect your USB peripherals to these ports. 

3) Downstream Port LEDs 

These LEDs provide information regarding port status 
and overcurrent detection. When a device is 
connected to one of the downstream ports, the 
associated LED will light up. If an overcurrent 
condition is detected, the LED for that port will turn off, 
indicating a problem with that device. 

4) Root (Upstream) Port 

This port connects to your PC or Mac to provide a link 
between the peripherals and your computer. 

5) Power Jack (G-UH124x & G-UH7144 only) 

Connect your MiniHub power adapter here. This hub 
operates in self-powered mode to ensure that enough 
power is provided to your connected USB devices. 
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Installation 




Installation may be done whether your computer is 
powered-on or off. 
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the Upstream port on the MiniHub, then connect the 
other end of the cable to an open USB port on your 
PC or additional USB hub. 




Note: The MiniHub Lite has a built-in A-B cable. Simply 
connect the MiniHub Lite directly to your computer, then 
connect your peripherals to the two downstream ports. 




2) Connect your USB peripherals to the Downstream 
ports on the MiniHub. 




Self-Powering the Hub: 




Self-Powering is necessary for G-UH124x users and 
is optional for G-UH7144 users. If you'd like to run 
the hub in self-powered mode, connect the DC 
power adapter into the power jack on the MiniHub, 
then Dlua the Dower adaDter into vour wall outlet 


<y> Installation 





Villi! J 



Installation... 




General USB Hub usage diagram 




Mounting your MiniHub Plus upright (G-UH7144): 

1 ) Unsnap the stand from the bottom of the unit. 

2) Hold the MiniHub vertically and line-up the grooves on 
the hub with the tabs on the stand. 

3) Slide the hub and the stand together until they snap 
into place. 

4) You can now place the MiniHub Plus upright on your 
desktop. 

Stacking multiple MiniHubs together (G-UH124x): 

1 ) Connect the Upstream port on the second MiniHub to 
one of the Downstream ports on the first MiniHub. If 
more than two hubs are connected, then connect the 
Upstream port to an available Downstream port on any 
of the other hubs. 

2) Place one hub above and behind the other, as shown 
in the diagram below. 

3) Firmly slide the top hub forward until the two are tightly 
connected. 



Installation... 



Stacking the MiniHub (G-UH124x) 




Place one hub above and behind the other. 




Firmly slide the top hub forward... 
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Troubleshooting 



Pr*blt']ii 


P«iiblt Cmuse 


Actl« 


Unit operates 

erratically 


Static eleclricily 

may cause the 
MiniHvb to behave 
erruticaUy. 


Resel 1L* hub by 
<tist onnecling it from 
your computer, wailing a 
few seconds and 
connecting it a.tfiin. 


USB devices 
operate 
erratically or 
can't be powered' 
on 


Cwmected USB 
devices may 
require too much 
power for bus- 


Connect the included 
power adapter to vow 
MiniHub or MiniHub 

Plus 


Unit fails b> 
operate rJ all 


Non-USB 

compliant operating 

system 


P lease make Sure your 
computer is fully USB 
CMiirpLiaiU Hid a USB- 
capnble operating system 
is installed (See System 
Rgqut wants: Section.) 
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Appendix B 



Contacting IOGEAR 

In the event that your MiniView™ fails to function properly, 
or you wish to contact us for any other reason, here are a 
few ways to do so. 

IOGEAR 
16560 Aston Street 
Irvine, CA 92606 



Phone: (949) 250-1260 
Toll Free: (888) 999-2836 
Fax: (949) 250-1262 



www.ioqear.com 



info@ioqear.com 
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Appendix C 



Radio & TV Interference Statement 

This equipment has been tested and found to comply 
within the limits for a Class B digital device, pursuant to 
Part 15 of the FCC Rules. These limits are designed to 
provide reasonable protection against harmful 
interference in a residential installation. This equipment 
generates, uses and can radiate radio frequency energy 
and if not installed and used in accordance with the 
instructions, may cause harmful interference to radio 
communications. There is no guarantee, however, that 
interference will not occur in a particular installation. 

Limited Warranty 

IN NO EVENT SHALL THE DIRECT VENDOR'S 
LIABILITY FOR DIRECT, INDIRECT, SPECIAL, 
INCIDENTAL OR CONSEQUENTIAL DAMAGES 
RESULTING FROM THE USE OF THE PRODUCT, 
DISK OR IT'S DOCUMENTATION EXCEED THE PRICE 
PAID FOR THE PRODUCT. 

The direct vendor makes no warranty or representation, 
expressed, implied, or statutory with respect to the 
contents or use of this documentation, and especially 
disclaims it's quality, performance, merchantability, or 
fitness for any particular purpose. 

The direct vendor also reserves the right to revise or 
update the device or documentation without obligation to 
notify any individual or entity of such revisions, or 
updates. For further inquiries please contact your direct 
vendor. 



